ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT E50 VEHICLE #3 


DATE 


OFFICER 1 
OFFICER 2 


12-18-2015 
M. COOGLE #129 


SUPERVISO J. SALAZAR 


R 


1200/13 
05 


1305/13 
30 


1330/14 
10 


1420/14 
30 


1440/15 
00 


1515/15 
45 


1600/17 
45 


1750/18 
00 


BUSINESS CHECK- 7021 HOLLYWOOD BLVD- THE 
GALAXY PARKING STRUCTURE 

PRIOR PROBLEMS WITH 415 / 594 / 602 / BFMV / TFMV 
SUSPECTS. I PATROLLED THE PARKING STRUCTURE AND 
NO SUSPECTS WERE SEEN. 


SOW / ROLL CALL 


ADMIN- BID OFFICE 
I COMPLETED MISC AI ADMIN. 

MEETING- BID OFFICE 

I ATTENDED A SUPERVISORS MEETING WITH E20. 
BUSINESS CHECK- 7021 HOLLYWOOD BLVD- THE 
GALAXY PARKING STRUCTURE 

PRIOR PROBLEMS WITH 415 / 594 / 602 / BFMV / TFMV 
SUSPECTS. I PATROLLED THE PARKING STRUCTURE AND 
NO SUSPECTS WERE SEEN. 

ADMIN- LAPD HOLLYWOOD STATION 


I MET WITH LAPD DETS INVOLVING THE BATTERY 
INVESTIGATION. 


CODE 7 


ADMIN- BID OFFICE 
I COMPLETED MISC AI ADMIN. 
BUSINESS CHECK- 7021 HOLLYWOOD BLVD- THE 


GALAXY PARKING STRUCTURE 
PRIOR PROBLEMS WITH 415 / 594 / 602 / BFMV / TFMV 
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1800/18 
20 


1820/18 
295 


1825/18 
35 


1910/19 
20 


1930/20 
00 
2000/20 
10 


2030 


SUSPECTS. I PATROLLED THE PARKING STRUCTURE AND 
NO SUSPECTS WERE SEEN. 


BACKED FB2- 6290 SUNSET BLVD- STARBUCKS 


THE UNIT RECEIVED A CALL FOR A 602 M/B INSIDE. 
UPON ARRIVAL, THE OFFICERS WERE STANDING IN 
FRONT. THEY WERE ABLE TO TALK HIM OUT OF THE 
BUSINESS. THEY STOOD BY BECAUSE THERE WAS 
CONCERN HE MAY RETURN. PR STATED HE WAS 
EXTREMELY 415 INSIDE YELLING AT CUSTOMERS AND 
EMPLOYEES. 


RADIO CALL- 1602 ITIVAR AVENUE- TRIANGLE SQUARE 


I RECEIVED A CALL FOR A 415 MALE YELLING IN FRONT. 
UPON ARRIVAL, THE SUSPECT WAS GOA. 


BACKED FB2- 6384 HOLLYWOOD BLVD- POPEYE’S 
THE UNIT RECEIVED A CALL FOR A 602 M/B REFUSING TO 
LEAVE THE RESTROOM. UPON ARRIVAL, THE SUSPECT 
WAS GOA. 

BACKED FB5- 6254 LEXINGTON AVENUE- TACO BELL 
THE UNIT RECEIVED A CALL FOR A 415 GROUP OF 4-6 IN 
AND OUT OF THE BUSINESS. UPON ARRIVAL, THE UNIT 
ADVISED THE GROUP AND THEY LEFT. 

ADMIN- BID OFFICE 

I COMPLETED MISC AI ADMIN. 

BUSINESS CHECK- 7021 HOLLYWOOD BLVD- THE 
GALAXY PARKING STRUCTURE 

PRIOR PROBLEMS WITH 415 / 594 / 602 / BFMV / TFMV 
SUSPECTS. I PATROLLED THE PARKING STRUCTURE AND 
NO SUSPECTS WERE SEEN. 


EOW 
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